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msmmm Mt Director of ?or»ec»*l 

Chief, Kanaganent Staff 

ggjjBBSaf f f/0 and Calling - Radical Staff 


!• fine f/0 ceiling of the Medical Staff at® herewith 


fixed 


petitions. 


2# fto» Chief, Management Staff should confer with the Chief, 
Jtodicsl Staff to identify the apacifie petitions which will he 
eliminated from the present T/O to bring it into conformity with 


ceiling* 
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